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CENTRAL INTELLIGENCE AGENCY 
Geography Division, ORR 

Project Initiation Memorandum 

To % Acting Chief, Geographic Research Project Ho 0 s 60 & 1?18 

From: Acting Chief, Geography Division Date? 28 November 1958 



1» Object of Proposed Project: Geographic Xntelligene© Review j~ MR-5? 

. ’ ' •. s » s - • .. 

2* Proposed Table of Contents: 

a® Hydro “Electric Develojjment in Coiananist China , t ' 
b 0 Soviet Regional Monographs 

e® . Communist China. ’’Awtomsions' 1 Administrative Units, 1958 


3. Estimated Completion Date: First quarter 1959- 
U« Estimated Man Hours': IjOO in D/GG 

5® Form of Final Publication:- CI&/RR«*MR~57 
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